
CARTER 



KNOV/LE 



O/S 50* 



O/S 48« 



• Existing Trees for Removal 

O/S - Outside Property Number 



Scale: 1:728 



Site Name 



MONTROSE ROAD 



MONTROSE ROAD 



Feature Location 


6 D's 


Reasons 


Existing species 


Planting notes 


Replant species 


o/s 50 


Dangerous 


Extensive stem bark 
necrosis and decay, 
very poor structural 
condition 


Prunus x yedoensis 


Plant in verge o/s 50 
(same position as 
felled tree) 


Prunus X hillieri 'Spire' 


o/s 48 


Damaging 


1 R: telling O/S 48 - 
Rooting above tarmac 
level in f/w - will be 
damaged upon 
footway 
reconstruction 


Prunus serrulata 


Plant in verge o/s 48 
(same as felled tree) 


Prunus X hillieri 'Spire' 









